Literature and Distribution Services 
308 North Dale Street 
St. Paul. Minnesota 55103 



CONTRpLDATA 
CORPORATION 

September 1, 1981 



Dear Customer, 

Attached is the second (2) catalog supplement since the 
July 1981 catalog was published. 




G.F. Moore 

Manager 

Literature and Distribution Services 



SECTION I 

This Section contains Hardware Manuals for Individual equipments 
arranged in equipment designator sequence. Product numbers are 
included in parenthesis after the equipment designator. Additional 
manuals may be found in Section 2 by looking up the Product Number. 



LITERATURE DISTRIBUTION SUPPLEMENT 
INTERNAL - EXTERNAL CATALOG-, 



The legend for columns one through six is as follows: 

1-New or revised literature published since last edition 

N-New Publication 

R-Revision in packet form only 

RM-Revision in manual form only 

RMP-Revised manua 1 /packet available 

RO-Revised publication obsoletes al 1 previous editions 
E-Publ icat ion number of literaturer listed numerically 
3-The latest revision level 
M-Indicates size of hard cover binder that may be used for 

manuals 
S-Publ i cat ion division responsible for contents of literature 
b-Price changes for External Customers only 

*F0R CONTROL DATA PERSONNEL ONLY 
** PRICE CHANGES IN COLUMN b ARE FOR EXTERNAL CUSTOMERS ONLY 



1 


i 
TITLE 


2 


3 


M 


S 


**b 


RO 


AA107-A(172-XX,173-XX,174-XX) Central 
Computer H.R.M. 


GF6O42OOO0 


E 




ARH 




R 


AA107-A(172-XX,173-XX,174-XX) Central 
Computer H.R.M. 


6O42OOO0 


R 


22 


ARH 




RO 


AA110-A(176-XX) Central Computer PPS 
H.M.M. 


GF6045758C 


D 




ARH 




RO 


AAHO-A9176-XX) Central Computer Re- 
frigeration system H.M.M. 


GF6045498C 


D 




ARH 




RO 


AA110-AU76-XX) Central Computer CH.5 
W/L H.M.M. 


GF6045456C 


E 




ARH 




RO 


AAIIO-Y176-XX) Central Computer CH.7 
W/L H.M.M. 


GF6045458C 


E 




ARH 




RO 


AA120-D( Cyber 740, 750,760) Central 
Computer CPU Chassis 7 W/L 


GF6045624C 


C 




ARH 




RO 


AA120-D( Cyber 740, 750,760-) Central 
Computer H.R.M. 


GF6045610C 


K 




ARH 




RO 


AA120-D( Cyber 7^0,750,760) Central 
Computer PPS Chassis 2 W/L 


gf6o456i4c 


V 




ARH 
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1 


TITLE 


2 


3 


i* 


5 


, 


RO 


AA131-D(Cyber 720,730) Central Com- 
puter CPU-1/Coupler Chasis 4 W/L 


GF604562K 


Y 




ARH 




RO 


AA131-D(Cyber 720,730) Central Com- 
puter H.M.M. (pwr. Dlstrib., Warn. 
Sys. ) 


GF6045616C 


• H 




ARH 




R 


AA132-A/B/C/D ( GH447-A/B/C/D , GH447-E/I 
GH461-A, AA133-A/B, AA153-A) (18-10H/ 
20/30, 1860-1/3/5/2/4/6, 18-25, 
1043-1 ) Single Processor Cabinet 
H.R./M.M. 


;, 9676828c 

1 


E,F,G 


22 


LJL 




R 


AAl47-A(Cyber 176) Central Computer 
System Code Book 


6045692c 


1 C 




ARH 




R 


BA22KQSE 22223, 23481, 23482 )Memory 
Exp. Unit HR/MM. 


6047574c 


B 


3 


LJL 




l RO 


BE313/14/16/17/18/20-C Mag. Tape 
Transport Cab. H.M.M. 


6047250c 


1 C 


3 


SVL 




R 


BG7AX Mini Mod. Drive H.R.M. 


8332339C 


G 


3 


NRM 




R 


BJ4A2-W/Y Storage Module Drive H.M.M. 


8332343C 


J 


3 


NRM 




R 


BJ4M1/2 Stor. Mod. Drive H.M.M. 


8332245c 


1 Y 


3 


NRM 




N 


BJ501/701 Storage Module Drive H.R.M. 


8332422C 


1 A 


3 


NRM 


$22.20 


R 


BJ70KBJ7B1) Stor. Module Drive H.M.I 


[. 833H30C 


AD 


3 


NRM 




R 


BK4XX/5XX Stor. Mod. Drive H.M.M. 
Vol. 1 


8332215c 


AA 


3 


NRM 




R 


BK6XX/7XX Stor. Mod. Drive H.M.M. 


8332231c 


Y 


3 


NRM 




R 


BR704-A/B (FA111-A) Cartridge Disk 
Drive Sbsys. H.M.M. 


6047505; 


D 


22 


LJL 




R 


BZ5A2-E/F (BZ5A6-C/D) Mini Module 
Drive Special Supplement 


8332385c 


E 


3 


NRM 




R 


BZ5AX, BZ9AX Mini Module Drive H.M.M. 


8332315C 


R 

J 


3 


NRM 
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1 


TITLE 


2 


3 


^ 


S 


' 


RO 


BZ7E1/2, 9775 Fixed Module Drive 
H.M.M. Vol. 2 


8332357C 


C 


3 


NRM 




R 


BZ9N7 Mini Module Drive H.M.M. 


8332351C 


1 M 


3 


NRM 




R 


CL705-A/B (32111-1, GJ106) L.P.E. P.I.I 


[. 4467783^ 


I 


3 


LDS 




RO 


CT103-A/B (CT105-A/B, CT106-A) Line 
Printer Equip. P.I.M. 


GF95445061 


N 




LDS 




R 


CT1D7/1D8 (2200 Compatible Interface) 
L.P.E. P.I.M. 


9544508: 





3 


LDS 




RO 


CZ107-A/F, CZ108-A/F, CZ109-A/F, 
Fastrain Line Printer W/Micro- 
Processor Forms Formatting F.S.M. 
Vol. 1. 


GF9544502£ 


I 




LDS 




R 


DK526-A( Cyber 1000) Medium Speed Line 
Cntrllr. H.R.M. 


7460680C 


D 


22 


SVL 




N 


DY2l6-A(Cyber 1000) Console Select 
Panel H.M.M. 


7487490^ 


A 


22 


SVL 


$10.25 


R 
R 


FA113 Storage Control (38304) H.M.M. 

Vol. 1 of 3 
FA113 Storage Control (38304) H.M.M. 

Vol. 2- of 3 


83324l4c 
8332415c 


B 
B 


3 
3 


NRM 
NRM 




R 


FA113 Storage Control (38304) H.M.M. 
Vol. 3 Of 3 


8332416c 


B 


3 


NRM 




RO 


FA450/451-A/B( 7021-31/32) ATS Control- 
ler. 


■GF6044970C 


AE 




ARH 




R 


fa464-a(bw305-a,dzioi-a, 1860-5/6) 

Mag. Tape (NRZI/PE) Subsystem 
H.M.M. 


60475042 


D 


22 


LJL 




R 


FA72l(FA109/FA7A9/FA7B2/FA7B3/MF106 
MF109/TB119) Storage Control H.M.M. 
Vol. 3 (Parts Data) 


8330600c 


AC 


3 


NRM 




RO 


FA722-A/B/C( 7054-21/22 Al/4 2) Disk 
Storage Contr. H.M.M. 


GF6042850C 


AW 
j 




ARH 
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TITLE 



**b 



R 



R 



R 



R 



PV679-C/D(PV701-A) Autc Restart Lead. 
Sbsys . Field Repair Guide 

FW201-B(FV707-A,FV694-A, DJ621-A) 
Network Access Device (NAD) H.M.M. 

GBl45-A/B( 10443-1, 10445-1/2, l867-3/ z 
I833-II) Module Drive Adapter H.R.M, 

GE269-A/B 25-KVA Frequency Converter 
H.M.M. 

GH445-A (65044) M-G Control Cabinet 
and Assoc. H.M.M. 

GH446-A (65445) Control Cabinet and 
Assoc. M-G H.M.M. 

GH451-A (DY195/196-A) Network 

Processor Unit Equipment Cabinets 

H.M.M. 

RS232 Buffered And Unbuffered Inter- 
face field Service, Ref . , Parts 
Manual . 



6047512C B 

604587IC 

6047580C 

6045652C H 

6045472C 

6045581C L 

7487397' 

9544506fi H 



22 



22 



22 



22 



LJL 



ARH 



LJL 



ARH 



ARH 



ARH 



ARH 



LDS 



$60.05 



Section 2 

The manuals In this section are listed by Product or System 
Number. Many entries include a product to equipment cross 
reference; e.g. 1-7^2 (CL309-A/B, FF511-A/B). Since Hardware 
manuals for equipment developed after November, 1967 are 
categorized by equipment designator, always look up the 
equipment designator in Section 1 as the Product number. 
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1 


TITLE 


2 


3 


M 


5 


, 1 


R 


'Cyber 18-5/10 Computer Systems W/Core 
Memory Installation Manual 


3945150( 


) U 


22 


LJL 




R 


Cyber 18-5M Batch Term. Computer Sys- 
tem K.M.M. Vol. 2 


9676811: 


J 


22 


LJL 




R 


Cyber 18-10 Micro-Programmable 
Processor H.M.M. Vol. 2 of 2 . 


9676760( 


) R 


22 


LJL 




R 


Cyber 18-10M/20/30 System Overview 
H.M.M. 


6047500C 


) J 


22 


LJL 




R 


40-700 ( DK606-A , DT224-A , DT22 5-A ) 
Memory Coupl. Channel H.M.M. 
(Desc., Open/Prog., Install., 
Thee, of OP., Maint. P/L) 


5657813* 


) D 


3 


PLY 




R 


40-811 (1700) NOVA Interface H.M.M. 


7230350( 


) D 


3 


PLY 




I R 


40-815 Display Controller H.R./CE Man 


7229920( 


) E 


22 


PLY 




N 


380-170(380-1, 380-32) Network. Access 
Device H.R.M. 


6045850( 




3 


ARH 


$13.10 


RO 


580 L.P.E. P.I.M. 


GF9185890C 


) C-22 




LDS 




R 


2551-1/2, 2552-2 Network Processor 
Unit H.M.M. 


6047200C 


) E 


22 


ARH 




N 

1 


7040-100 (Bto24o/24l/243/244/2;'!5/246-A, 
GH249-A) ESM Extended Semiconductor 
memory H.R.M. 


GF6045599C 


) A 




ARH 


$ 7-00 


N 


7155 Off-Line Maint. Library R.M. 
(Gen. Desc., Oper., Prog, Doc.) 


Gf6o45908c 


) A 




ARH 


$ 7.00 


R 


9372 L.P.E. H.R.M. 


9538960c 


) B 


3 


LDS 




R 


9389(CT1A1-G/H/T, CT1A6-J/K/T. CT1B2- 
C/R) L.P.E. F.S.M. 


446778k 


) N 


3 


LDS 




R 


9389 (CT1A1-G/H/T, CT1A6-J/K/T, 

CT1B2-C/A) L.F'lE. Preparation And 
Instruction. 


4467781? 


> J 

J 


"3 


LDS 
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TITLE 



**b 



R 



R 



32111-2 (CZ170-A/B/C) L.P.-E. H.R.M. 

3380X Disk Memory Sbsy. (BZ605 ,705/805] 
(33502) Troubleshooting Vol. 2 
(Inline Micrcflows) 

3380X Disk Memory Sbsys . (BZ605/705/ 
805,33502) Installation Manual 

8o420-10( Certainty Series 420) Matrix 
Printer Site Preparation H.R.M. 

61407750 Video Display Unit H.M.M. 



4467785^ 
833217OC 



8332140C 
6294791^ 
629618OC 



3 
22 



22 



22 



LDS 

NRM 

NRM 
PLY 
RVL 



8 



Section 3 

A number of Software manuals are listed in more than one 
location because of the fact that specific software products 
will run on various operating systems . 

Manuals in this section: 



The format in this section uses a machine line heading with a. 
listing of manuals for each operating system version and the 
appropriate product set members printed beneath the heading. 

If unable to locate required manuals in this section of the catalog, 
please refer to the Other Sources of Literature in Section 5- 



9 



LITERATURE DISTRIBUTION SUPPLEMENT -CC0NT> 



TITLE 



**b 



MSOS Ver. 5 -IHB 

Mass Storage Fortran Ver. 3 A/B R.M. 

CD/2000 Tablet Overlays 

Fortran Extended Ver. 4 Instant 

Information Management Facility Appl 
Prog. R.M. 

8-Bit Subroutine Ver. 1 R.M. 



9676941C 
6036200C 
6045808c 
6049790C 
6048450C 

6049550C 



3 
22 



LJL 
LJL 
ARS 
SVL 
SVL 

SVL 



10 



Section 4 

If unable to locate required manuals in this section of the 
catalog, please refer to the Other Sources of Literature in 
Section 5» * 



11 
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1 


TITLE 


E 


3 


M 


5 




N 


CDC Extended Semiconductor Memory (ESM) 
Refrigeration System H.M.M. 


GF6045835C 


A 




ARH 


$ 


7.00 


N 


CDC 110 CP/M Assembler U.G.(ASM) 


62940025 




3 


RVL 


$ 


4.90 


N 


CDC 110 CP/M CBasic R.M. 


62940021 




3 


RVL 


$ 


13.10 


N 


CDC 110 CP/M Context Editor For CP/M 
Disk System User's Manual 


62940031 




3 


RVL 


$ 


4.55 


N 


CDC 110 CP/M Dynamic Debugging Tool 
U.G. (DDT) 


6294003C 




3 


RVL 


$ 


4.80 


N • 


CDC 110 CP/M Pascal/M User's R.M. 


62940022 




3 


RVL 


$ 


13.10 


N 


CDC 110 CP/M Introduction to CP/M 
Features and Facilities 


62 94002 £ 




3 


RVL 


$ 


5.50 


N 


CDC 110 CP/M 2.2 Alteration U.G. 


62940026 




3 


RVL 


$ 


9.80 


N 


CDC 110 CP/M 2.2 -Interface U.G. 


62940027 




3 


RVL 


$ 


7-20 


N 


CDC 110 CP/M 2.2 U.G. 


6294002: 




3 


RVL 


$ 


5-90 


N 


Command System Material Requirements 
Planning Reference 


6045773C 


A 


3 


ARH 


$ 


12.30 


RO • 


CYB. 1000/DNS Ver. 4 R.M. 


6047018c 


C 


3 


LJL 






N 


Dasdsim User's Guide 


6046563C 


A 


3 


PLY 


$ 


16.30 


N 


Integrated Support Planning System 
Task Manual-Standard/Plugs/Oem 


6046573C 


A 




PLY 


$ 


71.90 


N 


I.S.P.S. Task Overview-Standard/Plugs/ 
OEM Chart 


6046574c 


A 




PLY 


$ 


9.75 


RO 


Magnetic Tape Transport (TT6-200) 
P.I.M. 


GF4 976780c 


AA 




VFD 






R 


Vlineval User's Manual 


1012700] 


D 


3 


HQC 






RO 


VISCDES U.I.M. 


4162006c 


C 


3 


HQC 






R 


Plug-Compatible Products/Subsystems 


6o465l8( 


E J 


3 


PLY 







Installation Planning GD. 



]2 
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TITLE 



**b 



R 

R 
R 
R 

R 

N 
N 

N 
N 

N 

RO 

RO 

N 

N 

N 

N 

RO 
N 

RO 
RO 



Kato Motor Generator Sets (Serials 
55972 and Above) Gen. Desc. . 
Operation, Install/ckout , Theo. of 
OP., Maint., Parts, CE Manual 

Kato Motor Generator Sets Diagrams Man 

QSE 19501/2/3/4/5 Display Terminal 

QSE 20048 (AA154-A) Single Process 
H . R . /M . M . 



60420800 

60^19900 
62979500 
60475730 



Cyber Record Mgr . R.M. 
Appl. Man. ARMP Appl . R.M. 



84001430 
84002380 
Appl. Man. .RELAP 5/M0D.1 Vol. 2 U . I .ik. 84002440 



( FOR INTERNAL USERS ONLY ) 
19bl 2nd Quarter Report 

Achieving Excellence in Education- 
Folder 

Control Data- Worldtech 

CT Employer Brochure 

PSD-Special Products Library 

French Weather Center 

Los Angeles CETA Job-Training Program 

New Orleans CDI 

Analyzing and Interpreting Financial 
Statements 

PSD-Computing Associates Internationa] 

Jybernet-EP Modeling and Analysis 

ybernet-MITAS II 

ybernet- MSC/NASTRAN 



20284600 
20278000 

20261300 
20227700 
20223800 
20273200 
20279300 
20279200 
20233000 

20173900 
20270300 
20053800 
20052000 



F 

E 
F 
C 

B 
A 
A 



A 



22 

22 
22 
3 

3 
3 
3 



ARH 

ARH 
RVL 
LJL 

CYB 
CYB 
CYB 

AD 
AD 

AD 



AD 
AD 
AD 
AD 

AD 



$ 65.05 
$ 29.90 



13 
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1 


TITLE 


2 


3 


H 


5 


1 


RO 


Cybernet-Systems Professional 


20115800 


G 








RO 


Cyber 170 Model 760 


20181300 


B 








N 


Cyber 203 Scope 3.4 Price Schedule 


20274400 






AD 




N 
N 


Funds Flow Statements Preparation and 
Uses 

IAS: Information Modeling( Prototype) 
Workshop 


20232900 
20268400 






AD 
AD 


/ 
i 


■N 


Introduction To Capital Eudgeting 


20260200 






AD 




RO 


Cyber 203 Services Price Schedule 


20203600 


D 








N 


Software-Tieline/NP-Cyber/IBM 


20266700 






AD 




N 


Software-3270 TIP-NOS 


20269500 






AD 




RO 


Supervisory Success 


20225700 








/ 


N 


Understanding The Balance Sheet 


20233200 






AD 




N 


Understanding The Income Statement 


20233100 






AD 




RO 


9406-4 Flexible Disk Drive 


20263300 


A 








RO 


9214X Tension Arm Mag Tape 


20184100 


C 

J 






( 



14 



NUMERICAL LISTING 



NEW OR 


PUBLICATION 


REVISED 


NUMBER 


RO 


GF49767800 


RO 


GF60420000 


RO 


GF60428500 


RO 


GF60449700 


RO 


GF60454560 


RO 


GF60454580 


RO 


.GF60454980 


N 


GF60455990 


RO 


GF60456100 


RO 


GF6o456i4o 


RO 


GF60456l60 


RO 


GF60456210 


RO 


GF60456240 


RO 


GF60457580 


N 


GF60458350 


N 


GF60459080 


RO 


GF91858900 


RO 


GF95445022 


RO 


GF95445067 


R 


10127001 


R 


39451500 


RO 


41620060 


R 


44677815 


R 


44677816 


R 


44577832 


R 


44677852 


R 


56578136 


R 


60362000 


R 


60419900 


R 


60420000 


R 


60420800 


R 


60454720 


R 


60455810 


R 


60456520 


R 


60456920 


N 


60457730 


RO 


60458080 



REVISION 
LEVEL 


EXTERNAL 
PRICE 


AA 




R 


, 


AW 




AE 




E 




E 




D 




A 


$ 7-00 


K 




V 




H 




Y 




C 




D 




A 


$ 7-00 


A 


$ 7-00 


C-22 




I 




N 




D 




U 




C 




J 




N 




I 




D 




D 




J 




E 




R 




F 




L 




L 




H 




C 




A 


$ 12.30 


B 





NUMERICAL LISTING 



NEW 


PUBLICATION 


REVISED 


NUMBER 


N 


60*t58500 


N 


60458710 


R 


60465l80 


N 


60465630 


N 


60465730 


N 


60465740 


RO 


6o470l8o 


R 


60472000 


RO 


60472500 


R 


60475000 


R 


60475042 


R 


60475052 


R 


60475120 


R 


60475730 


R 


60475740 


R 


60475800 


RO 


60484500 


RO 


60495500 


RO 


60497900 


N 


62940021 


N 


62940022 


N 


62940023 


N 


62940026 


N 


62940027 


N 


62940028 


N 


62940029 


N 


62940030 


N 


62940031 


R 


62947914 


R 


62961800 


R 


62979500 


R 


72299200 


R 


72303500 


R 


74606800 


R 


74873971 


N 


74874902 


R 


83306000 



REVISION 


EXTERNAL 


LEVEL 




PRICE 




$ 


13.10 




$ 


60.05 


E 






A 


$ 


16.30 


A 


$ 


71.90 


A 


$ 


9.75 



$ 


13.10 


$ 


13.10 


$ 


5.90 


$ 


9.80 


$ 


7-20 


$ 


5.50 


$ 


4.90 


$ 


4.80 


$ 


4.55 



D 

K 

F 

E 

D 

D 

C 

A $ 10.25 

AC 



lb 



NUMERICAL LISTING 



NEW OR 


PUBLICATION 


REVISED 


NUMBER 


R 


833H300 


R 


83321400 


R 


83321700 


R 


83322150 


R 


83322310 


R 


83322450 


R 


83323150 


R 


83323390 


R 


83323430 


R 


83323510 


RO 


83323570 


R 


83323850 


R 


83324l4o 


R 


83324150 


R 


83324l6o 


N 


83324220 


R 


84001430 


N 


84002380 


N 


84002440 


R 


95389600 


R 


95445069 


R 


95445083 


R 


96767600 


R 


96768111 


R 


96768280 


R 


96769410 



REVISION EXTERNAL 

LEVEL PRICE 

AD 

K 

H 

AA 

Y 

Y 

R 



M 

C 

E 

B 

B 

B 

A $ 22.20 

B 

A $ 65.05 

A $ 29.90 

B 

H 



R 

J 

E,F,G 

C 



(FOR INTERNAL USE ONLY) 

RO 20052000 H 

RO 20053800 D 

RO 20115800 G 

RO 20173900 B 

RO 20181300 B 

RO 20184100 C 

RO 20203600 D 

RO 20223800 A 

RO 20225700 fyst 
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NUMERICAL LISTING 



NEW OR 
REVISED 


PUBLICATION 
NUMBER 


RO 


20227700 


N 


20232900 


N 


20233000 


N 


20233100 


N 


20233200 


N 


20260200 


N 


20261300 


RO 


20263300 


N 


20266700 


N 


20268400 


N 


20269500 


N 


20270300 


N 


20273200 


N 


20274400 


N 


20278000 


N 


20279200 


N 


20279300 


N 


20284600 



REVISION EXTERNAL 
LEVEL PRICE 



V11 



OBSOLETES 



PUBLICATION 

20087000 
20165000 
20179800 
20188600 
201Q6500 
20197300 
20200000 
20244300 



DESCRIPTION 

Cybernet-DCO/Tramplan 
APL Data Sheet 
Peripheral Systems Croup 
9406-3 Flexible Disk Drive 
Management by Objections 
Directing Others 
795 Digj. graphic V Terminal 
94178 Semiconductor MM 



REPLACEMENT 

NONE 
NONE 
NONE 
NONE 
NONE 
NONE 
NONE 
NONE 
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Manual Price Changes for September supplement 

PUBLICATION PRICE 

GF60456160 

56581137 
60157000 
60348000 
60472500 
84000050 
86609100 



$ 


6.00 


$ 


8.85 


$ 


78.50 


$ 


136.90 


$ 


10.40 


$ 


52 . 90 


$ 


4.45 
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Valley Forge Publi cat ions -VFDC P I 
Responsible Individual: N. Vanderslice 

Computer Peripherals, Inc. 
2621 Van Buren Ave. 
Valley Forge Industrial Park 
Norristown, PA 19401 
Telephone: 215-666-5000 x 557 



?hese publications ARE NOT stocked by LDS 



CPI TAPE EQUIPMENT 



MODEL 



1) PSTT 



2 ) LCTT 



3) 



Formatter 



4) XDS 

(92133) 



5) , Cassette Drive 

VMCP (NCR) 

6) PSEU 
(34201) 



MANUAL 

Field Service 

Reference 

Parts List 

Operator's 

Field Service 

Reference 
(PE, DM) 

Parts List 

Pertec Translator 
(CDC) 

Hewlett Packard 
Translator (NCR) 

Universal Translator 
(CDC) 

Auto Recovery 

Field Service 

Field Service 

Reference 
Parts List 
Operator's 
Field Service 
Field Service 



PUB. NO. 
49752100 
49751300 
49752200 
49751600 
49756400 
49756300 

49756500 
49756700 

49756600 

49757000 

49756401 
49760400 
49753200 



REV. LEVEL 
A.C Manual * 
M. Manual * 
A.K Manual * 

D. Manual * 
A A Manual 

E. Manual * 

W . Manual 
04 Manual * 

B. Manual * 
E. Manual * 

02 Manual * 
E. Manual * 

03 Manual * 



49753100 02 Manual * 

49753300 A. Manual * 

49753400 01 Manual * 

49763500 D. Manual * 

49763600 A. Manual 



TRANSFERRED TO D. HAUX, PLYMOUTH (PLY080) 



*DISTRIBUTED BY CPI 
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CPI TAPE EQUIPMENT (Cont'd) 



MODEL 



7) ATS (CDC) 



ATS (HIS) 



8) SPIRIT 



MANUAL PUB. NO. REV. LEVEL 

Field Service 49767700 V. Manual 
Vol. I 
Vol. II 

Reference 49767500 J. Manual, 

Parts List 49767800 A.B. Manual 

Operators 49767600 E. Manual 

Troubleshooting Guide 49768300 A. Manual ** 

Field Service 49768100 P. Manual * 
Vol. I 

Vol. II 49769300 S. Manual * 

Reference 49767900 D. Manual 

Parts List 49768200 V. Manual * 

Transport 49754000 E.l Manual 

Formatter 49754100 C. Manual 
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CARD EQUIPMENT 



MODEL 



1) 9201 



2) 9202 



3) 9203 

(CE3A3) 



4) CF105 
(226) 



5) CE120 

(1729-2) 



6) CF507 
(9280) 



7) CE-368 



MANUAL 
Maintenance 
Diagrams and W/L 
Parts List 
Maintenance 
Diagrams and W/L 
Parts List 
Maint./Diag./WL 

Parts List 

Maintenance 

Parts List 
Maint./Diag./WL 

Parts List 
Maintenance 

Diagrams and W/L 

Parts List 
Print Package 



PUB. NO. 
41242600 
41242500 
41242700 
49596700 
49596800 
49596900 
49754700 

49754600 

49591900 



40804800 

60286200 
(Vol. II) 

60286200 
(Vol. I) 

49597000 

86999001 



REV. LEVEL 

A. Manual 

A. Manual 

A. Manual 

B. Manual 
B. Manual 
B. Manual 
E. Manual 



B. Manual 

B.l Rev. Packet* 

D. Manual 



49592900 C. Manual 
40802000 C Manual 



A. Manual 

F. Manual 

G. Rev. Packet 

F. Manual 

G. Rev. Packet 

E. Manual 

B. Manual * 



* DISTRIBUTED BY CPI 
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CARD EQUIPMENT (Cont'd) 





MODEL 


MANUAL 


PUB. NO. . 


REV. LEVEL 


8 >. 


LCR 

(True Data) 


Maint./Diag./PL 


49757800 


B. 


Manual * 


9) 


683-010 
(LCR-NCR) 


Field Service 


49758200 


A. 


Manual * 


10) 


CB10X-20X 
(LCR-CDC) 


Reference 


49757900 


F. 


1 Manual * 


11) 


C683-300 


Field Service 


49758300 




* 


12) 


C6221-0101 
(Controller) 


Field Service 


49758600 




* 


13) 


415R 
(CH102) 


Maint./Diag./WL 
(Available at LDS) 


49762300 


B. 


Manual 






Parts List 


49762400 


A. 


Manual 


14) 


9290 
(805/6) 


Field Service 


49760000 


C 


Manual 






Reference 


49759900 


B. 


Manual 






Diagrams 


49760200 


C 


Manual 




Transferred 












to LDS 














Parts List 


49760100 


D. 


Manual 


15) 


C369 


Field Service 


49758400 


01 


Manual * 


16) 


405 


Reference 


40809300 


N. 


Manual 


17) 


405 


Parts 


40825200 


P. 


Manual 


18) 


405 


Supplemental 


49750900 


B. 


Manual 



* DISTRIBUTED BY CPI 
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MSFS EQUIPMENT 



MODEL 



1) MSA 



2) CSU 



3) MST 



MANUAL 


PUB. NO. 


REV. LEVEL 


Reference 


49764700 


H 


Field Service 


49764800 


- 


Vol. I 


- 


H 


Vol. II 


- 


L 


Vol. Ill 


49766000 


G 


Parts List 


49764900 


W 


CTL Supplement 


49765900 


F 


Troubleshooting Guide 


22291412 


D 


Reference 


49765000 


F 


Field Service 


49765100 


L 


Parts List 


49765200 


R 


Reference 


49765300 


E 


Field Service 


49765400 




Vol. I 


- 


N 


Vol. II 


- 


J 


Parts List 


49765500 


V 
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